

Middleton loses appeal of sex case 

Dr. James G. Middleton lost a Criminal Court appeal 
for dismissal of his conviction on charges of deviate sexual 
assault and aggravated battery against one of his patients. 
Judge Robert J. Downing ruled yesterday against the for- 
mer Des Plaines physician- who had claimed that perjured 
testimony 'was given during his trial. Middleton was sen- 
tenced in February to 5 to 10 years in prison, y*** n* )/ 
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